Message 


From: Callahan, Allison (SUF) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=ALLISON.BEAUMIER-1] 

Sent: 1/13/2012 8:12:28 PM 

To: Khan, Annie (DPH) [/ Q=COM MON WEALTH OF MASSACHUSETTS/OU-MassMail-01/cn=Recipients/cn=Annie.Khan] 

Subject: 

Annie, 

I'm sorry to bother you with this but I have a case in which I have been ordered to inquire of you whether you have 
certain information regarding accuracy of drug testing devices. The language from the defendants motion is as 
follows: "Accuracy of Drug Testing Devices - Documentation of the accuracy and maintenance of the testing device, 
including but not limited to the make, model, and year of the device, maintenance protocol, calibration history, accuracy 
history including false history, and instructions and training materials related to the device/' I have been transferred to 
another unit so this case will be reassigned. When you have a moment please call me to discuss this? I'd like to have a 
response before I pass the case along to the new ADA. Thank you! 

Allison 
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